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TAGS: ENRG, ETRD, BGEN, DR 

SUB J : WESTINGHOUSE ELECTRIC CORP. 

REF: SANTO DOMINGO 4151 

1. PRIOR TO RECEIPT REFTEL EXIMBANK HAD REPEATED CONTACTS 
WITH WESTINGHOUSE REGARDING SERIOUS DELAY IN DELIVERY 
TWO GAS TURBINE UNITS PRIMARILY DUE TO INABILITY TO SUPPLY 
ON TIME THE NECESSARY TRANSFORMERS. IT IS OUR UNDERSTANDING 
THAT WESTINGHOUSE IS ACTIVELY PURSUING THIS MATTER, INCLUDING 
ALTERNATE SOURCES SUPPLY TRANSFORMERS IN ORDER TO GET AT LEAST 
ONE UNIT ON LINE AS SOON AS POSSIBLE. MR. IONES, 

WESTINGHOUSE REPRESENTATIVE, HAS BEEN IN DIRECT CONTACT WITH 
DON JULIO SAURI ON THIS MATTER. YOU MAY REST ASSURED 

THAT WE WILL KEEP IN CONTACT WITH WESTINGHOUSE UNTIL 
MATTER HAS BEEN RESOLVED. 

2. CDE HAS ISSUED LETTER OF INTENT TO GE FOR BOTH THE TWO 
THERMAL AND THE TWO ADDITIONAL GAS TURBINE UNITS AND GE 
HOPES TO HAVE THE TWO GAS TURBINE UNITS READY FOR 
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OPERATION IN JANUARY 1974. 
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